TABLE IX 


120 MM FILTER CIGARETTES 
REGULAR AND MENTHOL 


Brand 

CO, mg/cigt. 

NO, mg/cigt 

Carlton 

5.3 

0.14 

Carlton Menthol 

5.8 

0.15 

SARATOGA MENTHOL 

14.7 

0.27 

SARATOGA 

15.0 

0.27 

More Menthol 

17.6 

0.35 

More 

21 .9 

0.40 
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